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PETER ZARCONE Home > Mailbox 
555C9CFB.LAPDDomC.POC4.200.20000A6.1 .4A740.1 


20-May-2015 14:40 

20- May-2015 14:41 

21 - Oct-201 5 08:53 


LETICIA MIRELES [g9072@lapd.lacity.org] 

PETER ZARCONE [peter.zarcone@lapd.lacity.org] 
Re: Fwd: Las Palmas Camera 


Of course, I'll draft. 

Captain, A Ms Nahas from LAPFCU called and would like your permission to visit Hollywood Station tomorrow at 0930 
to answser members' questions, hand out information etc.... 

What do you say? 

Letty Mireles #g9072 
Hollywood Area 
213.972.2966 


»> PETER ZARCONE <26271 @lapd.lacity.org> 5/20/2015 1:54 PM »> 
Letty, 

Can you draft please? 

Peter A. Zarcone, Captain 
Commanding Officer 
Hollywood Area 

Begin forwarded message: 


From: "Aram Sahakian" <aram.sahakian@lacity.org> 

To: "PETER ZARCONE" <peter.zarcone@lapd.lacity.org> 
Subject: Re: Las Palmas Camera 


Peter, 



Apparently, there's a formal process to be followed, please see attached sample. The correspondence shall be 
addressed to: 

Selwyn Hollins 

Assistant General Manager, Department of Transportation 
100 N Main Street, 10th Floor 
Los Anegeles, CA 90012 

I already communicated to Selwyn, he is expecting the memo. 

Best, 


Aram Sahakian 

Special Traffic Ops and Emergency Response | Transportation Engineer 
Los Angeles Department of Transportation 
Office: 323.224.6556 Mobile: 213.216.6210 


On Mon, May 18, 2015 at 5:42 PM, PETER ZARCONE <peter.zarcone@lapd.lacity.org> wrote: 


Aram, 

Please see below. Can you help us get a 1 10 v power box installed on the traffic signal on the SWC of Hollywood and 
Las Palmas? This would enable installation of a camera there, which will optimize our view of this most troublesome 
intersection. This security camera is to be installed there for our use by the BID to compliment the others already 
installed along Hollywood Bl. 

Please advise, hope all is well! 

Pete 

Peter A. Zarcone, Captain 
Commanding Officer 
Hollywood Area 


Begin forwarded message: 


From: "Joseph Mariani" <joe@hollywoodbid.org> 



Date: May 18, 2015 at 5:29:44 PM PDT 

To: "PETER ZARCONE" <peter.zarcone@lapd.lacity.org> 

Cc: "KEVIN BECKER" <25941@lapd.lacity.org>, "Kerry Morrison" <Kerry@hollywoodbid.org> 
Subject: Las Palmas Camera 


Hello Captain Zarcone, 


I hope all is well. I just wanted to give you a brief update on the installation of the Las Palmas LAPD security 
camera. It looks like we will aim to have the camera installed the week of June 8th. 


At this point in time we are scheduled to install the camera on the northwest (NW) corner of the intersection of Las 
Palmas and Hollywood Boulevard. The reason for the NW corner install is that the traffic signal control box is at that 
corner. When we do pole installations, we typically can only install the camera where the box is, as we are able to tap 
into the power there. 


I know the LAPD would prefer the box be installed at the SW corner, which I agree would give a much more 
advantageous view of the area. In order to do so we would need LADOT to install a 110 power box on the SW corner, 
which I know has been done in other areas in the past. 


I have reached out to Brian Kolacinski at LADOT, Brian.Kolacinski@lacity.org, and he has agreed to help us with the 
installation. Brian, did say he did not think he could get permission to install the 110 box on the SW corner. If there is 
any way you can reach out to someone at LADOT and see if it would be possible to have them install the electrical 
box it would be great. According to Jim at Metro Video all they would need is a power source at the corner in order to 
get the camera installed. 


Please let me know if you have any additional questions or if I can be of any more assistance. Thank you Captain. 


Joseph Mariani 






